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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 170919 

62 

ORIGIN LAB-06 

INFO OCT-01 EUR-25 ISO-OO SIL-01 EB-11 RSC-01 /045 R 
66652 

DRAFTED BY: J. REIS /LABOR/OSHA 
APRROVED BY: DAN GOOTT/STATE/EUR 
GPHOLMES/LABOR/ILAB/OPPD 
DPAVERY/LABOR/ILAB/OPPD 

113123 

R 061743Z AUG 74 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 170919 

ATTN: LABOR ATTACHE 

E.O. 11652: N/A 
TAGS: PLAB, FR 

REF: PARIS 16752 

OSHA HAS NO REGULATIONS CONCERNING THE NOISE OF INDUSTRIAL 
VALVES AS SUCH. OSHA REGULATION ADDRESSES RATHER THE NOISE 
EXPOSURE OF THE EMPLOYEES. THE EFFECT OF THIS ON THE 
PERMISSIBLE NOISE ON THE VALVES WILL DEPEND BOTH ON THE 
PHYSICAL LOCATION OF THE VALVE THAT IS ITS DISTANCE FROM 
THE EMPLOYEES' WORK STATION AND THE MANY ATTENUATION 
MATERIALS WHICH MAY BE IN THE SOUND PATH TO THE EMPLOYEE 
AND ON THE LENGTH OF THE EMPLOYEES' EXPOSURE TO THE SOUND 
FILED. IT IS NECESSARY TO CALCULATE THE EFFECT OF THESE 
FACTORS FOR EACH SPECIFIC SITUATION. KISSINGER 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NOISE POLLUTION, STANDARDS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE170919 

Document Source: CORE 

Document Unique ID: 00 

Drafter: J. REIS /LABOR/OSHA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D74021 5-0065 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740870/aaaachzp.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN LAB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: PARIS 16752 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUN 2002 by reddocgw>; APPROVED <23 JAN 2003 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: ELAB, SENV, FR 

To: PARIS 

Type: TE 
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